LOUISVILLE COMBINED PORTABLE 
DRILL AND GRINDER 

One of the distinctive features of the new %-inch portable 
electric drill now being introduced to the industrial field 
by the Louisville Electric Mfg. Co., Louisville, Ky., is the 
grinding wheel attachment made to fit the armature shaft. 



Portable Electrio Drill with Grinding-wheel Attachment whioh it 
a Product of the LouisviUe Electrio Mf*. Co. 
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This attachment extends through the handle of the drill 
into the body, and is equipped with ball bearings and a two- 
or three-inch grinding wheel running at the rate of 9000 
revolutions per minute. The attachment can be inserted 
whenever the operator desires to sharpen drills or use it 
for grinding operations. The drill is adapted for use on a 
lathe. Built into the drill housing is an oscillating auto- 
mobile-valve grinding device from which the bit holder can 
be removed at will. This provision makes the drill especially 
suitable for use in repair shops and garages. The drill mo¬ 
tor operates on either direct or alternating current of 110 
or 220 volts. The gears are made of heat-treated alloy steel, 
and aluminum castings are used throughout the construction 
in order to reduce the weight. 
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Light in Weight 
But Heavy in Power 
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r In buying a drill 
you want minimum 
weight with max¬ 
imum power and 
durability. 

You get all that and 
more in the 

S3 PIONEER 

PORTABLE 

ELECTRIC 

Guaranteed to drill 
certain depth per 
minute, thus cutting 
down your produc¬ 
tion cost. 


BUY THE PIONEER 

“It Will Do the Work” 

Louisville Electric Mfg. Co. 
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